SKYVIEW MOTEL 
205 W. Main St. (U. S. 91 & 66) 

Barstow, California — Phone 7911 
20 new, individually controlled refrigerated and air condi¬ 
tioned units with full tile showers or tubs. Panel ray vented 
heat. Wall to wall carpets. Radios. Excellent restaurant. 
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